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DEPARTMENT OF COMMUNICATIONS 
(P. and T. Board) 

NOTIFICATION 

New Delhi, the 10 th Mareh 1971 

S.O. 1095.—In pursuance of para (a) of Section III of Rule 434 of Indian 
Telegraph Rules, 1951, as introduced by S.O, No. 627, dated 8th March, 1960, the 
Director General, Posts and Telegraphs, hereby specifies the 31st March, 1971 
as the date on 'which the measured rate system will be introduced in Hathras 
Telephone Exchange, U.P. Circle, 

[No. 5-5/7l-PHB(5).] 
N. V. SHENOI, 

Senior Member (Telecom-Operations) 
and Ex-Offi,cio, Addl. Secy, 
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ERRATUM 

In the Department of Communications Notification No. 5-07/70-PHB, dated the 
10th December 1970, published in the Gazette of India Extraordinary, Part IT, 
Section 3, sub-section (11), Issue No. 447, dated the 12th December, 1970 for “S.O. 
3939” read "S.O. 3940” In both English and Hindi versions. 
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